Woodworking Tools 


TRAMMELS General's adjustable trammels accurately measure and mark distances 
that are too great for conventional compasses and dividers. Trammels 
will accurately transfer measurements, scribe arcs and lay out circles. 
Points can be replaced with pencils, ballpoint pens, crayons or soap- 
stone sticks for marking various materials. 



PRECISION PENCIL COMPASS 

• Carpenter quality compass is made of 
long lasting die cast, rust resistant metal. 

• Spring tension adjustment for marking up 
to 8" diameters. 

• Scribe guide for edge marking. 

• For use with pencil (included) or slim 
ballpoint pen. 

UPC CODE NO. 


24126 9 


842 



PENCIL COMPASS AND SCMBER 

• Designed for marking contours 
and circles. 

• Positive wingnut adjustment. 

• Full-length hardened steel pin in metal 
frame for greater rigidity. 

• Constructed of brass plated steel. 

UPC CODE NO. 


24132 0 


843/1 



PRECISION 

ADJUSTABLE TRAMMELS 

• Draw large circles and measure sizable 
distances with the accuracy of a divider. 

• Fine adjusting screw sets points 
accurately. 

• Points are removable and may be 
replaced with the pencil holder. 

• Die-cast bodies with hardened and 
ground 3" needlepoint legs. 

• Clamp opening for beam is 3/8" x 3/4". 

• Conform to government specifications 
GGG-T-661b. 

• Includes package of 12 Replacement 
Points No. 84P. 


UPC CODE 


NO. 




523 


ADJUSTABLE TRAMMELS 

• General's adjustable trammels 
accurately measure and mark distances 
that are too great for conventional 
compasses and dividers. 

• For layouts, marking templates, and 
drawing large circles. 

• 6" off-center eccentric points provide 
fine adjustment. 

• Points can be replaced with pencils, 
ballpoint pens, crayons, or soapstone 
sticks for marking various materials. 

• Clamps onto beam 5/8" to 1-1/2" thick 
of any length. 

UPC CODE NO. 


23093 5 


523 



524 


PRECISION TRAMMEL SET 

• Will accurately transfer measurements, 
scribe arcs, and lay out circles too large 
for conventional compasses. 

• Will fit any scale, 1/2" to 1-1/8" wide. 

• Two scriber points and two pencil points 
included. 

• Up to four points can be stored in body. 

• Free-wheeling thimble for greater precision. 

• Aluminum knurled body. 

• Steel collet holds replacement leads, 
scribers and crayons. 

• Points reverse into body for safety. 

• Ruler not included in set. 

UPC CODE NO. 


23090 4 
31104 7 


520 

84P Replacement points 


23095 9 


524 


19 


